To:  Matt  Francis[m. francis@erllc.com] 

From:  Way,  Steven 

Sent:  Tue  9/23/2014  1:58:17  AM 

Subject:  Re:  Gold  King  Mine  - North  Forth  Crk  drainage 

Plan  on  the  Oct  9th  visit  re  R n B for  now  and  I will  confirm  by  Thursday. 

Sent  from  my  iPhone 

> On  Sep  22,  2014,  at  5:47  PM,  "Matt  Francis"  <m.francis@erlie.com>  wrote: 

> 

> OK.  Who  ever  over  pulls  the  RnB  pipe  can  tear  that  out.  What  is  your  timing  on  possible  bidder  visit?  It 
looks  like  I will  be  in  Silverton  on  the  8th  for  a DRMS  pre  bid  meeting,  so  the  9th  could  work  well  for  me. 

> 

> 

> Sent  via  the  Samsung  Galaxy  Note®  3,  an  AT&T  4G  LTE  smartphone 

> 

> 

>  Original  message 

> From:  "Way,  Steven" 

> Date:09/22/2014  5:39  PM  (GMT-07:00) 

> To:  Matt  Francis 

> Subject:  Gold  King  Mine  - North  Forth  Crk  drainage 

> 

> Matt, 

> 

> I was  up  at  the  GK  today  and  things  look  good.  The  one  thing  that  will  need  to  happen  before  the 
season  ends  is  to  open  the  channel  up  more  where  the  road  crossing  is.  As  configured  now,  the  spring 
run-off  will  blow  out  the  road  otherwise  down  below  the  creek  versus  running  down  the  channel.  It’s  great 
right  now  to  drive  across. 

> 

> Also,  it  would  be  good  to  talk  tomorrow  afternoon  or  Wednesday  after  I meet  with  Todd  and  our 
management  down  here. 

> 

> Thanks, 

> Steve 

> 

> Steven  Way 

> Federal  On-Scene  Coordinator 

> Emergency  Response  Unit 

> US  EPA  - Region  8 

> 1595  Wynkoop  Street 

> Denver,  CO  80202 

> 

> Office:  303-312-6723 

> 
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